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DATA REDUCTION EQUIPMENT 


RACK B 
ESTIMATED 
NOMENCLATURE UNIT Cost 
Connector, CANNON, AN3102A- 
22-5P 1.60 
Connector, CANNON, AN31L02A- 
20-15P 1.28 
Connector, CANNON, AN 3102A- 
22-55 1.28 
Comnector, CANWON, AN3LO2A~- 
18-88 .60 
Connector, CANNON, AN31L02A- 
20-188 1.46 
Relay, POFTER & BRUMFIELD, 
KLIMA 4.85 
Relay, SIGMA, 22RJCC1O00G- 
SIL 14.00 
Coil, MILLER, 6315 1.08 
Coil, MILIER, 4413 1.65 
Resistor, RHOAL3 2.00 
Resistor, RHOL7 2.50 
Resistor, RHOAM4 2.50 
Resistor, RHOLM4 1.50 
Resistor, OHMITE, CLU5020 2.59 
Resistor, ALLEN-BRADLEY, 
JU1052 1.95 
Resistor, Dual, CU1052 5.13 
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RACK B 
MP ESTIMATED NUMBER ESTIMATED 

ITEM NUMBER NOMENCLATURE UNIT COST OF UNITS AMOUNT 
17. Switch, G. V. CONTROLS, 

RO-4O 10.00 1 10.00 
18. Switch, G. V. CONTROLS, 

RO-20 ? 10.00 oh 10.00 
19. Switch, G. V. CONTROLS, 

RO-60 10.00 1 10.00 
20. Switch, Gen. Cont., ML 6287 4.00 1 4.00 
pale Crystal Diodes, G. E., 1N93 1.85 2 3.70 
22. Crystal Diode, I. R. 8U1 .88 2 1.76 
23. Crystal Diode, I. R. 5U1 1.02 2 2.04 
oh. Pilot Light, MARCO, 5NE2 85 10 8.50 
25. Pilot Light, G. E. 328 42 8 3.36 
26. Fuse, LITTLEFUSE, 

No. 312.004 06 25 1.50 
27. Fuse, LIPTLEFUSE, 

No. 312.062 10 a5 2.50 
28. Tube, SRAW.G.Y. 4.60 a: 4.60 
29. Tube, TUNG SOL, 6AR6/6098 3625 al 3.25 
30. Tube, R. C. As, 5751 2.05 a: 2.05 
31. Tube, AMPREX, 063/85A2 2.50 a 2.50 
32. Tube, 5614/12AU7 2.25 . 2.25 
33. Tube, 6136/6AU6 2.00 1 2.00 
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Tube, 12BH7 
Tube, 6BK7A 
Tube Socket, 
Tube Socket, 
Tube Socket, 
Tube Socket, 
Tube Socket, 
Pilot Light, 


Tube Socket, 


DATA REDUCTION EQUIPMENT 
RACK B 


NOMENCLATURE 


EBY, TS101P01 
EBY, TS103P01 
EBY, TS102P01 
EBY, TS103U02 
EBY, TS102U02 
MARCO, 30080M 


EBY, TS5103003 


Capacitor, SPRAGUE, 
CP7OBIEF -405K 


Capacitor, SPRAGUE, 
CP7OB1EF -805K 


Capacitor, SPRAGUE, 
CP7OBI1EF -106K 


Capacitor, HOPKINS, 


JIKT-6104 K 


Capacitor, HOPKINS, 


JIKT-6274 K 


Capacitor, HOPKINS, 


9-1KT 4473 K 


ESTIMATED NUMBER 


UNIT COST 


Capacitor, SPRAGUE, By-Pass, 


80P3 
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RACK B 
MP 

ITEM § NUMBER NOMENCLATURE UNIT COST 
50. Capacitor, HOPKINS, 

9-IkKT 4104 K -71 
51. Capacitor, CORNELL- a 

BBR-10-50 ho 
52. Capacitor, CORNELL-DUBLIER, 

BBR-25-25 .60 
53. Capacitor, HOPKINS, P 14H 75 
5h. Capacitor, HOPKINS, POSKH .59 
55. Capacitor, MALLORY, MP1225 3.00 
56. Capacitor, CORNELL-DUBLIER, 

BRLOW5 50 
57. Capacitor, HOPKINS, 

9-1KTHY7 OK 9h 
58. Capacitor, HOPKINS, 9-POlL4H 1.00 
59. Capacitor, MALLORY, SR 633 1.80 
60. Capacitor, HOPKINS, 

65-1861052 2.50 
61. Capacitor, HOPKINS, 9P54H 1.00 
62. Capacitor, CORNELL-DUBLIER, 

BBR25-50 -70 
63. Capacitor, CORNELL-DUBLIER, 

BR 16-15 55 
6h. Capacitor, CORNELL-DUBLIER, 

BBR 1045 72 
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RACK B 


NOMENCLATURE 


Capacitor, HOPKINS, 
651E6105 


Capacitor, HOPKINS, 9-1P2H 


Capacitor, HOPKINS, 
9-1KTh333 


Capacitor, HOPKINS, 
9-1KT#224 


Capacitor, HOPKINS, 
9-1KT4H7 3 


Capacitor, HOPKINS, 
9-1KTH254 


Motor, TECHNICAL 
DEVELOPEMENT CORPORATION , 
D641-1 

Motor, TECHNICAL 
DEVELOPEMENT CORPORATION , 
D641 -2 


Circuit Breaker, HEINAMAN, 
XAM~33, 10 AMP 


Switeh Modified, JV-9007, 
6 Pole, 5 Position 


Switch Modified, C & H 
8801 (SsT-h2A) 


Knob, KNB-2 
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